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The General Plan of the Enterprise: 


1. The main building of the enterprises or the garages 
2. The dump for motors which cannot be eewas 

3, The carpenters’ shop; 

4, The painting department; 

5. The shed 


6. The workers! apartments (for 20 persons); and 


we 


7. ‘The hangar for parking the cars without motors, 


The Main Building of the Enterprise: 
a. The First Floor: 


1. The janitor; 
2. The refuse dump; 
3. The office of the manager; 
4, The machine department; 
5. The tool depot; 
6. The stairs to the eecend floor. 
7. The elevators; 
8. . The welding department; 
9, The tinsmith department; 
10. The blacksmith departments. 
ll, and 12, The motor. washing department; 
13, . Large exit to the backyard; 
14. The area for car parking (a total of 20° cars can be parked )} 
15. The central hall; 
16, The cooler department; 
17, The stairs to the management ;~ 
18,. The waiting room; 
19, The workers’ letker: roomy end: 
BO, The workers’: ‘bathrooms ae 
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be. The Second Floor: 


1. The corridor; 

2. The personnel department; 

3. The cashier's room; 

4. The assistant manager's room; 

5. The norm department; 

6. The planning department; 

7. The supply department; 

8. The conference room; 

9, The manager's room; 
10, The motor and large parts depot; 
ll. The dgpot of spare parts (in cases); 
12, The passage; 
15, The differential and gear department; 
14, The motor department; 
15. The motor testing department; and 
16, The motor washing department. 
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